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1.       (Continued)

are very complex,  often  consisting of numerous major
units and assemblies.        To  facilitate maintenance,
interconnecting wiring diagrams  are normally included
in maintenance instruction manuals  to show the
data transferred between units or assemblies of the
system.

The organizational and  intermediate maintenance
technicians are often required  to isolate malfunctions
that occur in  the interconnecting  cables.     The inter-
connecting wiring diagrams in section V of  the air-
borne search radar trainer HIM are similar to those
found in the HIM of an actual system installed in an
aircraft.    A technician often must  determine  the
routing of the cables between the major units of
a system.    An interconnection diagram is normally
provided in a HIM to depict the relative position
of the major units,   the  cables between  the major
units and the plug/jack  connectors  on  the major

Examine  figure 2-3 in the HIM of  the  radar trainer
The major units  are illustrated   in  their relative
positions and are identified by the  applicable
reference designators.
The interconnecting cables are represented by

10 to figure 5-11 in the MIM which is an interconnecting wiring diagram
